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3 June 1971 


MEMORANDUM FOR: eu Security Staff, OSP 


SUBFECT : BE clearances 


The Building Planning Staff, OL, is responsible for the planning of new 
construction for the Agency and is involved in subject project, although not in 
any of ite operational aspects. After discussions with your staff, it is felt 
that Building Planning Staff possesses sufficient information about the project 
to warrant all members of the staff being briefed. 


Therefore, it is requested that the following individuals be briefed (all 


presently have MEEEClearances): 


25X1A 


Security Representative 
Building Planning Staff, OL 
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